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DRAFTED BY COM/BED/OED/MEPD/FCROSLEY :DMW 
APPROVED BY EB/OCA/CD:WERAU 
COM/BED/OED/MEPD/LENGLESON 
OM/BED/OED/MEPD/SMCONGER, DIRECTOR 
COM/BED/OIM/MADERHOLD (INFO) 

T ATE/NEA/IN S/J GRAHAM (INFO) 

NEA/RA:RPRICKETT (INFO) 

055530 141750Z/50 

R 141640Z IUN 78 
FM SECSTATE WASHDC 
TO AMCONSUL CALCUTTA 
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E.O. 11652: N/A 
TAGS:BENC, IN 

SUBJECT: MAJOR PROJECT WEST BENGAL GAS TURBINES 

REF: CALCUTTA 951 AND PREVIOUS 

1 . UNITED TECHNOLOGY (UTPSD) APPRECIATES POST SUPPORT 
IN TURBINE SALE EFFORTS AND BIGGS WILL TRY TO MEET DUTT 
IN NEW YORK CITY. 

2. AT MEETING IN WASHINGTON ON JUNE 13 OF MEPD AND 

R. KLENKE FROM UTPSD HDQ. IN CONN., UTPSD REVEALED THEY 
LOOK FORWARD TO YET ANOTHER SUCCESSFUL JOINT VENTURE 
WITH MITSUBISHI BUT HAVE LITTLE BACKGROUND INFORMATION 
ON SADHAN DUTT. UTPSD UNDERSTANDS DUTT HAS TAKEN OVER 
KULJIAN ENGINEERING CO. OPERATIONS IN INDIA AND AN 
LIMITED OFFICIAL USE 
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UNKNOWN PORTION OF THE U.S. OPERATIONS HDQD IN 
PHILADELPHIA. DUTT APPEARS TO BE A DYNAMIC INDIVIDUAL 
BUT UTSPD WOULD APPRECIATE LEARNING MORE ABOUT DUTT. 

3. PLEASE ADVISE MEPD. CHRISTOPHER 
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